PUBLIC WORKS (IRELAND). 


RETURN to an Order, of the Honourable The House of Commons, 
dated 4 February 1 850 ;—for, 

A RETURN “ of all Cases in which Contracts have been made by the 
Commissioners of Public Works in Ireland with any Person or Persons, 
for the Execution of Works of Arterial Drainage, or other Works of 
Public Utility, under the Provisions of the Act 12 Viet. c. 23 ; specifying 
in each Case whether Tenders were required by Public Advertisement, 
and also whether the Lowest Tender was accepted.” 


Ordered , by The House of Commons, to be Printed, 13 February 1850. 


Office of Public Works, 9 February 1850. 

Arterial Drainage Works. 

— Nil. — 

(The Arterial Drainage Works are not executed by a general system of 
contracts on tenders required by public advertisement, but are executed b} r a 
system of task-work or petty contract between the Board and the labourers or 
workmen, without the intervention of any contractor or other party having a 
profit derived from the labour of the persons actually employed. 

This system of working is fully described in page 12 of the Second, page 14 
of the Third, and pages 11 and 12 of the Fourth Annual Reports on Drainage, 
laid before both Houses of Parliament; and in the Seventeenth Annual Report 
of the Commissioners of Public Works, page 42.) 


Land Improvement Works. 

— Nil. — 

(The works are executed by the proprietors who have obtained loans under 
the Act ; the money being supplied to them by instalments in advance.) 

(By order.) 

E. Hornsby , Secretary. 
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